To: W. McDowell 
R. Seligman 
F. Resnik 



Lorillard is going to submit 
its own letter to the FTC 
as well as signing the 
industry letter. Its own 
letter will include the 
alternate method for 
CO testing paragraphs on 
pages 11 and 12 that it 
understands are going to be 
deleted from the 
industry letter. 
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